The DuKane 


576-75 VIEWER 


...the ultimate reader for unitized film. 



Model 576-75 

Overall Dimensions 21"xl7"xl7" 
Screen Size ll"xl4" 

24X Magnification 


To satisfy the demand for a precision engineered reader 
combining quality construction, attractive appearance, modern 
styling with simple, fool-proof operation, DuKane has introduced 
the 576-75 Viewer. It features 24 times magnification and a 
11 " x 14" screen, which enables the user to view enlargements 
of most original material. Sharpness of focus and outstanding 
resolution are the results of the superior optics used in the 576-75. 


Other f e a t u r e s include front film loading, spring loaded 
glass flats to prevent film buckling. A single scan knob is used 
for both horizontal and vertical scanning. 

The location and viewing angle of the non-glare gray screen 
reduce eye fatigue. Attractive modern design and appearance 
of the DuKane 576-75 Viewer complement any office, library 
or hospital decor. 
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^ DuKane 


MICROFICHE READER 


SPECIFICATIONS 

Model No. 576-95 

Overall Dimensions, 13" x 15" x 19"; 
Screen Size, 12“ x 10.5"; 

15x Magnification; 

6-Volt Long Life Type Lamp; 


List Price *198.50 

The DuKane Reader, Model No. 576-95, has 
been designed to provide industry and govern¬ 
ment with a top-quality, low-cost, compact 
unit for the reading of 35mm Microfiche through 
the 5x8 inch size. This Reader offers high 
'mage quality and excellent illumination under 
normal office lighting conditions. 

The DuKane Microfiche Reader is a compact 
unit, specifically designed for desk-top use... 



requires only one square foot of space. The 
compact design was achieved through the 
development of a u n i q u e scanning device. A 
single scan knob controls both horizontal and 
vertical scanning operations. A focus knob per¬ 
mits quick, efficientfocusing for a sharp, clear 
image. This precision engineered Reader com¬ 
bines quality construction, simple fool-proof 
operation with low cost to offer top value for 
every dollar invested. 
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THE 



DuKane 



MODEL NO. 576-90 


NEW SPRING-LOADED GLASS 
FLATS FOR SHARPER FOCUS 

The DuKane Aperture Card Reader is now 
equipped with spring-loaded glass flats with 
snap-action for easy loading and improved focus. 
The new three position card feed accommodates 
both vertical and horizontal aperture cards 
through Military "D" size. The card feed can be 
quickly removed for easy cleaning of the aper¬ 
ture glasses. 


Price ‘18951 


The DuKane Reader, Model No. 576-90, has been de¬ 
signed to provide industry and government with a top- 
quality, low-cost, compact unit for the reading of 35mm 
microfilm mounted in aperture cards. This Reader offers 
high image quality andexcellent illumination under nor¬ 
mal office lighting conditions. 

The DuKane Aperture Card Reader is a compact unit, 
specifically designed for desk-top use... requires only 


one square foot of space. The compact design was 
achieved through the development of a unique scanning 
device. A single scan knob controls both horizontal and 
vertical scanning operations. Afocus knob permits quick, 
efficient focusing for a sharp, clear image. This pre¬ 
cision engineered Reader combines quality construction, 
simple fool-proof operation with low cost to offer top 
value for every dollar invested. 
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The DuKane MICROPHOTOGRAPH READER 

... a top quality , compact reader 
available at an economical price! 


EASY, POSITIVE SNAP-ACTION LOADING... 



SIMPLE, FOOL-PROOF OPERATION 




SPECIFICATIONS 

Model No. 576-90 

Overall Dimensions, 13" x 15" x 19"; 
Screen Size, 12" x 10.5"; 

15x Magnification; 

6-Volt Long Life Type Lamp; 

List Price, $189.50. 





. ' “ e DuKane Microphotograph Reader are unlimited 


IN STOCK CONTROL 


. . . PRODUCTION PLANNING AND STATISTICAL DEPARTMENTS 


The reading of engineering drawings, records and customer and 
vendor information recorded on microfilm mounted in aperture 
cards provides a safeguard for vital records, conserves space and 
filing equipment and helps to effect major operating economies. 
The DuKane Reader was specifically designed to offer conveni¬ 
ence and flexibility in the reading of 35mm microfilm on a day to 


day basis. This unit is priced low enough to warrant quantity 
purchase for wide use in engineering, purchasing, stock control, 
service departments, production and general office areas or 
wherever a document, drawing or record must be available for 
ready reference. 
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AN IMPORTANT ANNOUNCEMENT FROM 


DuKane 


Recently we have added another 
aperture card reader to our line in 
response to both customer and 
dealer demand. This unit, our model 
576-80, issimilar in appearance to 
the popular 576-70 but modified to 
accept aperture cards in which the 
microimage has been mo u n t e d in 
the "left hand" side of the card . 
This versatile reader will also ac¬ 
commodate s ta n d a rd cards, both 
vertically and horizontally. List 
price for the 576-80 is $209.50. 



MODEL 576-80 
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An accessory roll film attach¬ 
ment for the 576-80 has also been 
added to the D u Kane line. The 
model 99A285 roll film adaptor, as 
it has been coded, will handle 100 
foot reels of both sproc ke t and 
sprocketlessfiIm. Due to the unique 
design it is possible to scan each 
image. The entire assembly is easily 
removed for cleaning the glass flats. 
The roll film attachment is perfect 
for those appl ications w h e r e both 
microfilm in rolls and aperture cards 
are used. List price for the 99A285 
$24.50. 
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